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REPORT. 


I beg  to  report  that  I have  received  notifications  of  55  cases  of 
Infectious  Disease  during  the  year.  This  number  is  made  up  of  8 
cases  of  Diphtlieria,  '20  of  Scarlatina,  7 of  Erysipelas,  9 of  Measles 
and  1 1 of  Chicken-pox.  IMeasles  was  made  notifiable  in  November, 
1901,  and  therefore  lias  been  notifiable  during  the  whole  of  the  year,  but 
Chicken-pox  was  only  notifiable  up  to  IMid-Summer,  as  a temporary 
measure,  while  there  was  any  probability  of  cases  of  Small-pox 
occurring.  By  comparison  with  1902  this  number  is  very  considerably 
less,  namely  55  as  against  120,  but  this  is  chiefly  accounted  for  by  tho 
largo  epidemic  of  Measles  which  did  not  go  on  into  1903. 

I am  glad  to  say  that  we  have  had  a second  year  without  a case  of 
Enteric  Eever. 

It  is  interesting  to  note  that  these  cases  were  scattered  equally 
over  all  parts  of  the  town,  showing  no  special  incidence  on  any 
particular  district  or  localitj^,  and  that  there  has  been  nothing  in  the 
nature  of  an  epidemic  of  any  kind. 


The  following  table  will  exemplify  this  : — 


MONTH. 

Diphtheria 

Scarlet 

Fever. 

Erysipelas. 

Measles. 

Chicken- 

pox. 

January  

• • 

• • 

• • 

1 

• • 

February  

3 

1 

• • 

2 

9 

^farch 

1 

1 

1 

1 

1 

April  

• » 

1 

1 

• • 

• • 

May 

1 

2 

• • 

1 

• • 

June 

1 

9 

2 

• • 

1 

'Tuly 

• • 

• • 

• • 

• • 

• • 

August 

• * 

1 

» • 

• • 

• • 

September  

2 

1 

2 

3 

• • 

October  

• • 

1 

• • 

• • 

• • 

November  

• • 

2 

1 

1 

• • 

December  

• • 

1 

• • 

• • 

• • 

Totals  

8 

20 

7 

9 

11 
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Diphtheria.  8 Cases  in  all  were  notified.  On  tlie  premises 
■where  4 of  them  lived,  considerahlo  sanitary  defects  wore  discovered — 
in  one,  in  Potter’s  Yard,  the  house  was  much  overcrowded,  and  so 
shut  in  at  the  back  as  to  be  most  unsanitary  ; in  one  the  water  supply 
was  only  from  a well,  the  water  from  which  was  proved  by  analysis 
to  be  most  unwholesome,  in  two  the  premises  did  not  seem  to  be  to 
blame.  In  the  six  first-mentioned  cases  the  defects  have  been 
more  or  less  remedied. 

Scarlatina.  20  Cases  occurred  as  against  11  in  1902,  but  there 
was  nothing  that  could  be  called  an  epidemic. 


Measles.  Only  the  small  number  of  8 were  notified,  and  no 
death  occurred  from  this  Ifisease.  I am  still  a great  believer  in  the 
compulsory  notification  of  kfeasles  as  giving  tlie  M.  0.  IT.  an  oppor- 
tunity of  visiting  the  cases  and  explaining  how  dangerous  it  may  be  if 
neglected,  and  of  warning  the  schools  not  to  receive  children  from  the 
infected  houses. 


Chicken-pox  was  only  notifiable  up  to  Mid-Summer  as  a 
temporary  precaution.  There  were  11  cases. 

Small-pox.  There  has  been  no  case:  but  in  April  I received 
notice  that  it  had  broken  out  at  the  Bath  Mineral  Water  Hospital  and 
that  a Farnham  man  who  had  been  a patient  there  was  being  sent 
to  his  home  at  31,  West  Street,  next  day.  I re-vaccinated  him,  and 
as  soon  as  I could  get  some  more  lymph  I re -vaccinated  his  two  sons 
who  lived  at  home.  His  wife  declined  to  be  re-vaccinated.  The  3 
vaccinations  were  successful  and  so  the  alarm  ended. 

Erysipelas.  Altogether  7 cases  were  notified  In  4 cases  there 
was  no  special  sanitary  defect  on  the  premises.  In  one  case,  in 
Farnham  Fields,  I found  a very  dirty  priv3u  It  is  too  far  from  the 
sewer  to  compel  the  owner  to  drain  it,  and  notliing  has  been  done  to 
remedy  the  nuisance  complained  of  in  my  report  dated  2nd  April.  In 
two  other  cases  where  defects  were  found  they  have  have  been  remedied. 
The  death  of  one  infant  occurred,  but  the  case  was  notified  in  the 
previous  year  and  included  in  its  re2:iort. 

Influenza  has  been  the  cause  of  two  deaths,  though  there  has 
been  no  definite  ej)idemic,  and  on  the  whole  the  cases  have  been  mild. 


Whooping  Cough  has  also  caused  two  deaths,  both  in  young 
children,  though  not  at  any  time  largely  prevalent. 
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BIRTH  AND  DEATH  RATE. 

The  Birth-rate  has  increased  very  considerably  in  1903,  the  rate 
being  25d  per  1,000  living,  as  against  an  average  for  the  last  10  years 
of  23'9l,  The  death-rate  has  increased  sliglitly,  being  12*17  as  against 
10‘G7,  but  is  still  well  below  the  average  of  10  years  which  is  13*7G. 
The  deaths  from  Zymotic  Diseases  have  been  decidedly  fewer,  but  the 
deaths  of  infants  under  one  year  old  are  a good  deal  higher  I am  sorry 
to  say.  I have  continued  to  distribute  a good  many  of  the  County 
Council  Cards  giving  directions  about  the  feeding  and  care  of  infants, 
and  hope  the  advice  contained  in  them  may  in  the  long  run  have  some 
effect  in  diminishing  what  one  cannot  but  look  upon  as  a very  excessive 
mortality  at  this  age.  These  calculations  arc  made  upon  an  estimated 
population  of  G573,  which  includes  the  area  added  to  the  district  on 
April  1st,  1902.  The  accompanying  table  shows  the  distribution  of 
the  deaths  and  births  and  the  various  rates. 


TOWN. 

UNION. 

DEATHS. 

BIRTHS. 

DEATHS. 

BIRTHS. 

Total  per 
Month. 

Zymotic 

Diseases. 

Under 

1 Year. 

Total  per 
Month. 

i 

Zymotic 

Diseases. 

Under 

1 Year- 

January  

12 

3 

1 

, 

8 

6 

• t 

• • 

February  . 

8 

1 

2 

13 

4 

. • 

2 

]\Iarc]i 

5 

1 

• • 

9 

G 

• 

2 

x\pril  

7 

1 

11 

5 

• • 

• • 

May 

G 

3 

21 

4 

* 

5 

J une 

5 

. . 

1 

IG 

G 

• 

• • 

July 

7 

• 

19 

G 

• 

5 

August  

2 

1 

7 

! 5 

1 

1 

September  

4 

• • 

13 

1 t 

• 

1 

October  

8 

5 

20 

2 

• 

« • 

November  

11 

2 

17 

8 

• • 

3 

December  

3 

1 

11  ! 

5 

t • 

o 

O 

luBrookwoodxVsylum 

• • 

* • 

• t 1 

2 

• • 

• t 

In  King’s  College 

Hospital 

1 

2 

« f 

» • 

• • 

• • 

• • 

• * 

• t 

Totals  

80 

5 

17 

i 

1G5  ! 

1 

1 

GG 

• « 

1 

22 

Per  1000  per  annum 

12*17 

0*73 

2*58 

25*10 

Do.  in  1 902  

10. G7 

1*11 

I'Gl 

21*35 

Do.  in  1901  

14.53 

0*49 

2*28 

22-53 
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ISOLATION  HOSPITAL  and  Method  of  dealing 

with  Infectious  Diseases. 

The  method  of  dealing  with  infectious  disease  is  as  folluws : — 

A notification  is  sent  to  the  M.  0.  H.  by  the  medical  man 
in  attendance  stating  that  the  patient  is  fit  and  willing  to  be 
removed  to  the  hospital  (or  not,  as  the  case  may  be)  in  the  case  of 
Diphtheria,  Scarlatina,  or  Enteric  Fever.  If  the  case  is  fit  and  willing 
to  be  removed,  the  M.  0.  H.  fills  up  two  forms,  one  a request  to  the 
M.O.  of  the  hospital  to  remove  the  patient,  which  he  proceeds  to  do  at 
once,  if  there  is  no  reason  against  it,  and  the  other  to  the  Sanitary 
Inspector  to  inform  him  of  the  case,  who,  after  the  patient  has  been 
removed  disinfects  the  house  : the  patient’s  bedding  and  clothing  are 
subsequently  taken  to  the  hospital  and  disinfected  in  the  steam 
disinfector.  The  INI.  0.  II.  in  all  cases  notified  visits  the  house  and  in 
the  case  of  of  Measles  advises  as  to  the  period  of  infection  and  the 
necessity  of  caution  in  the  convalescent  stage  and  takes  such  precautions 
to  prevent  the  spreading  of  the  disease  as  may  seem  advisable,  these 
precautions  including  the  warning  of  Schools  not  to  receive  children 
from  the  infected  houses  for  a definite  time  and  warning  the  employers 
of  those  who  have  been  in  contact  with  the  infectious  person,  so  that 
they  may  protect  themselves.  There  is  also  an  arrangement  by  which 
the  bedding  and  clothing  of  persons  suffering  from  infectious,  though 
not  notifiable  diseases,  may  be  disinfected  at  the  Isolation  Hospital, 
such  as  Itingworm.  The  M.  0.  II.  in  all  cases  where  it  may  seem 
advisable  enquires  into  the  sanitary  condition  of  the  premises. 

The  Isolation  Hospital  has  been  most  useful,  and  the  cases  of 
Diphtheria  and  Scarlatina  without  exception  have  been  removed  into 
it,  and  no  one  of  them  has  died.  There  has  always  been  room  for  the 
cases  and  very  seldom  has  the  patient  not  been  removed  on  the  same 
day  that  the  notitication  reached  the  M.  0.  H.  The  IM.  0.  H.  of 
Aldershot  continues  to  notify  to  mo,  and  I also  notify  to  him,  and  the 
M.  O.  H.  of  Eural  Farnham  from  whom  I have  received  notifications 
diiriug  part  of  the  year. 

WATER  SUPPLY. 

This  is  derived  from  two  sources. 

1.  The  old  supply  which  is  derived  from  the  rain  water  falling 

on  the  land  at  Hale  and  is  conveyed  in  pipes  into  the 
town  and  joins  in  South  Street. 

2.  The  supply  which  is  pumped  from  a deep  well  in  the  valley 

near  the  river. 
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These  two  waters  then  go  on  together  in  the  same  pipe  and  are 
passed  through  a filter  into  a large  reservoir  on  the  hill  just  outside 
Tarnham  on  the  South  side,  and  from  thence  the  mixed  water  is  dis- 
tributed by  gravitation  to  the  whole  of  the  Urban  District.  This 
mixed  supply  has  been  ordinarily  very  good,  but  in  October  complaints 
were  received  of  the  water  being  bad  coloured  and  presumably  impure  : 
on  analysis  it  was  found  that  it  contained  more  solid  matter  than  was 
usual  and  appeared  to  have  been  very  inefficiently  filtered,  and  that  the 
old  supply  was  the  source  from  which  the  contamination  arose.  The 
reply  of  the  Farnham  Water  Company  when  their  attention  was  called 
to  this  state  of  affairs  was  to  the  effect  that  part  of  their  filter-bed  had 
been  out  of  use  for  cleaning,  when  owing  to  the  heavy  rain  they  had 
to  deal  with  a large  extra  quantity  of  water,  and  that  there  was  no 
fear  of  such  a condition  of  the  water  occurring  again,  but  in  my 
opinion  this  explanation  was  quite  inadequate. 

Water  has  been  laid  on  to  a few  houses,  and  one  cowshed  and 
dairy,  which  did  not  have  it  before,  and  in  a considerable  number  of 
cases  the  water  supply  has  been  amended— making  40  cases  in  all. 

HOUSE  ACCOMMODATION. 

This  on  the  whole  is  fair  : and  on  the  whole  the  space  about  the 
houses  is  sufficient  and  kept  pretty  clean : but  in  some  parts  there  is 
over-crowding,  which  is  very  difficult  to  deal  with  because  cottages  are 
almost  unattainable  in  the  town. 

I was  asked  to  report  specially  on  the  condition  of  Potter’s  Yard 
and  Beaver’s  Yard  which  are  back  to  back  with  one  another.  In 
Beaver’s  Yard  I found  several  houses  crowded  together,  and  have 
recommended  that  one  should  be  pulled  down  to  let  in  light  and  air 
to  the  five  surrounding  it. 

Something  has  been  done  in  the  way  of  improving  unsanitary  rows 
of  cottages,  or  single  buildings.  Two  old  cottages  in  AVheatsheaf 
Yard  have  been  demolished.  One  on  Hale  Poad  has  been  closed  and 
not  re-opened.  No.  1,  Potter’s  Yard  and  22,  Downing  Street  have 
been  condemned  as  unfit  for  human  habitation,  and  have  both  been 
repaired  and  rendered  fit.  One  row  of  six  cottages  in  Mead  Lane 
have  been  very  much  improved,  and  another  row  of  five  in  the  same 
Lane  have  been  considerably  improved.  3 and  4,  Park  Lane,  have 
been  remodelled  and  made  fit  for  habitation,  and  103,  West  Street, 
has  also  been  improved,  though  it  is  very  old  and  in  bad  condition. 

The  Council  have  built  eight  houses  on  one  of  the  sites  which  they 
bought  in  1902.  These  houses,  are  so  arranged  that  four  of  them 
have  three  bedrooms  and  four  have  two  bedrooms.  The  other  site  is 
waiting  for  the  remaining  12  to  be  built,  for  which  the  Council  have 
borrowed  the  money. 
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All  plans  for  new  buildings  are  examined  by  the  Sanitary  Inspec- 
tor and  considered  by  tlie  Sanitary  Committee  before  being  erected. 

A liouse-to-liouse  inspection  is  being  continued  gradually  and  the 
results  tabulated. 

As  part  of  the  systematic  inspection  of  the  district  I inspected  the 
schools  and  presented  a report  to  the  Sanitary  Committee,  dated 
Dec.  28,  as  follows  : — 

INSPECTION  OF  SCHOOLS. 

West  Street  Elementary  Schools— Tlieso  Schools  were 
inspected  on  the  5th  of  November  last,  and  were  found  in  fair  order 
as  regards  lighting,  cleansing,  ventilation  and  air-space.  AVo  noted 
that  the  Hushing  apparatus  to  w.c.’s  had  been  amended  and  improved 
as  suggested  on  a previous  visit.  AVe  were  inforined  that  it  was 
occasionally  necessaiy  to  open  the  ground  near  the  drain  outlet  from 
w.c.’s  for  the  purpose  of  unstopping  and  cleansing.  AVe  would  suggest 
that  a properly  constructed  chamber  be  formed  on  the  drain  at  this 
point,  so  as  to  give  eas}'’  access  to  same  without  having  to  open  the 
ground  and  break  into  the  said  drain,  as  is  now  the  case. 

The  Boys’  Grammar  School,  West  Street.— These  pre- 
mises were  found  to  be  in  fair  order  generally,  but  the  air-space  in 
some  of  the  classrooms  is  scarcely  sufficient.  The  cloakroom  is  not  all 
that  could  be  desired,  as  regards  the  amount  of  accommodation  pro- 
vided and  internal  arrangements.  The  w.c.’s  have  been  remodelled 
and  much  improved  since  last  inspected, 

National  Schools. — The  lighting,  ventilation,  and  air-space  in 
these  premises  is  generally  fair,  but  it  is  unfortunate  that  the  least 
good  room  in  these  respects  is  allotted  to  the  Infants,  who  can  least 
stand  defects  in  these  matters.  The  soil  drains  from  these  premises 
have  been  relaid,  and  are  now  in  fair  order.  There  are  several  mat- 
ters in  connection  with  these  schools  which  recjuire  attention. 

Those  we  noted  were  as  follows  : — 

1.  Need  for  better  ventilation  under  floors,  so  as  to  more 

effectually  intercept  and  carry  off  the  ground-air. 

2.  Lowering  and  making  good  covers  to  drain  chambers  in 

playground. 

3.  Eepairs  are  required  to  paving  in  some  of  the  w.c.’s  and 

urinals. 

4.  Better  paving  and  surface  drainage  is  required  in  small 

yard  at  rear  of  Infants’  School. 
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5.  Repairs  to  defective  shooting,  and  also  protection  of  a wall 
from  weather,  which  wall  is  very  porous,  not  having  been 
originally  constructed  as  an  external  wall,  which  it  now 
is.  These  defects  are  making  one  of  the  Girls’  class- 
•'  rooms  very  damp. 

7.  The  Girls’  and  Infants’  cloakrooms  are  badly  situated, 
from  a sanitary  point  of  view.  The  internal  arrange- 
ments of  these  should  bo  improved  as  much  as  the 
circumstances  will  admit. 

Girls’  Grammar  School,  Castle  Street.— The  air-space  in 
rooms  used  for  Forms  1 and  4,  and  also  Science  room  is  very  deficient, 
otherwise  the  premises  are  in  fair  order. 

St.  Polycarp’s  School. — These  premises  wore  found  to  bo 
in  fairly  good  order  generall3^ 

East  Street  Elementary  Schools. —The  air-space  and 
lighting  is  good,  but  the  heating  is  inadequate,  and  in  cold  weather 
veiy  largely  detracts  from  the  efficiency  of  the  ventilation.  The  last- 
named  defect — namely,  bad  ventilation  in  cold  weather — cannot  be 
effectually  remedied,  except  by  better  heating.  Wo  found  some  of  the 
fresh  air  inlets  closed  owing  to  the  cold.  Some  of  the  w.c.’s  we  found 
to  be  insufficiently  ventilated,  and  in  consequence  foul-smelling.  The 
shooting  is  in  bad  order  in  several  places,  causing  dampness  to  the 
external  walls. 

Mr.  Perm’s  School,  East  Street. —AVe  did  not  see  over 
these  premises,  as  an  Inspector  from  the  Board  of  Education  had 
recently  inspected  them,  and  his  Certificate  as  to  fitness  was  produced. 

York  House. — The  ventilation  and  air-space  in  one  of  the 
classrooms  is  veiy  deficient,  otherwise  the  premises  are  in  fair  order. 

SEWERAGE  AND  DRAINAGE. 

This  system  has  worked  well  during  the  year.  The  dredging  of 
certain  sections  of  the  sewers  in  the  low-lying  parts  of  the  town 
(where  from  time  to  time  the  sewage  has  re-flowed  up  the  drains  under 
pressure  of  great  storms)  has  been  carried  on  with  very  good  results  : 
there  having  been  no  choking  of  sewers  in  these  sections  since. 

The  sewering  of  the  area  added  to  the  Council’s  district  on 
April  1,  1902,  is  being  considered  and  a comprehensive  plan  for 
dealing  with  the  whole  new  district  has  been  prepared  and  is  under 
discussion.  In  the  meantime  the  sewers  have  been  extended  in  parts 
of  the  new  area,  and  G4  existing  houses,  which  did  drain  into  cesspools 
have  been  connected  with  the  fSewerage  System ; and  a good  many 
houses  have  been  re-drained  or  had  their  drains  otherwise  improved 
in  the  old  district. 
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I Lave  Lad  no  complaints  about  tLe  Sewage  Farm  or  Pumping 
Station. 

TLe  removal  of  Louse-refuse  is  carried  out  by  the  Council  by 
weekly  collections  tlirougbout  tlie  wLole  district,  and  the  amount  during 
tLe  last  4 years  Las  increased  by  over  30  per  cent. 

Portable  sanitary  dustbins  are  recommended  wLerever  nuisances 
occur  to  replace  tLe  old  brick-built  asL-pits  in  common  use. 

TLe  Council  extended  tlie  street  scavenging  to  several  private  by- 
streets such  as  Factory  Yard  and  Beaver’s  Yard  wLicli  places  Lave  been 
scavenged  once  a week.  This  miglit  be  still  furtLer  extended  witL 
good  results,  as  regards  cleanliness,  and  therefore  no  doubt  to  LealtL. 


LODGING  HOUSES. 

In  company  with  the  Surveyor  I inspected  tlie  two  lodging 
Louses  wliicL  now  remain  on  the  Register,  namely  Mr.  Trinarco’s, 
in  Middle  CLurcL  Lane,  and  Mrs.  Jones’s,  West  Street,  between  1 1 
p.m.  and  midnight,  on  Saturda}',  19tL  Dec.  I found  the  whole 
of  the  beds  in  all  the  rooms  occupied  but  only  the  permitted 
numbers,  and  they  were  otherwise  in  good  order. 


SLAUGHTER  HOUSES. 

These  Lave  been  inspected  from  time  to  time  during  the  year 
and  the  following  is  the  result.  Generally  they  are  well-kept 
and  considerable  improvement  in  respect  of  the  storage  and 
removal  of  garbage  Las  taken  place.  The  fat  Las  been  removed 
twice  a week  instead  of  once,  as  formerly  : but  it  is  questionable 
whether  even  twice  a week  is  sufficiently  frequent  for  the  removal  of 
this  matter  during  the  summer  months : for  we  found  during  our 
inspection  of  one  of  the  workshops  (adjoining  a slaughter  house)  that  the 
workers  were  annoyed  by  the  smell  from  it  in  the  summertime.  There 
are  five  general  slaughter  houses  and  four  vTiere  pigs  only  are  killed 
in  open  yards,  or  areas  specially  paved  and  drained  for  that  purpose. 
The  general  slaughter  houses  are  well  paved  and  drained,  are  well 
ventilated  and  supplied  with  sufficient  water.  During  the  year  one 
pig  slaughtering  house  and  two  general  ones  have  been  re-drained 
and  in  each  case  the  paving  also  has  been  improved.  In  one  case  the 
pounds  as  well  as  the  slaughter  house  have  been  re-drained  and 
paved.  One  general  slaughter  house  which  was  in  connection  with 
licensed  premises  and  generally  badly  situated,  being  surrounded  by 
occupied  buildings  was  closed  and  a new  one  has  been  erected  just 
outside  the  town. 
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DAIRIES,  COWSHEDS  AND  MILKSHOPS. 

A report  on  these  was  presented  on  June  30,  and  is  as  follows  : 

In  company  with  the  Sanitary  Inspector  I inspected  these  on 
June  17.  The  following  were  in  good,  or  very  fair  condition  and 
require  no  special  comment : — 

INliss  Cole,  West  Street. 

Mr.  Baigent,  Brewhouse  A’ard. 

ISlr.  Bide,  Snailslynch  Earm. 

I\[r.  Stovold,  Broomleaf  Farm. 

Mr.  Brett,  Fir  Grove  F^'ann. 

With  regard  to  Mr.  John  Ilawkes,  East  Street,  the  milk  shop  and 
milk  vessels  were  clean,  but  at  the  back  of  the  premises  were  two 
closets  without  water  laid  on.  Water  ought  certainly  to  be  laid  on 
hero.  Mr.  A.  Simmonds,  Bourne  Mill.  Here  the  cowsheds  have  been 
whitewashed  and  are  kept  fairly  clean,  lighting,  ventilation  and 
drainage  are  also  fair.  The  dairy  is  clean,  but  the  only  water  used 
for  cleaning  the  milk  vessels  is  from  the  river  just  above  the  mill. 
This  water  is  sufficiently  suspicious  for  me  to  advise  a sample  to  be 
taken  for  analysis ; I beg  to  advise  that  this  be  done. 

As  a result  of  this  report,  a sample  of  water  was  analysed  in 
the  second  case,  and  was  found  to  be  very  far  from  satisfactory. 
The  town’s  water  has  since  been  laid  on  by  the  owner. 


INSPECTION  OF  FACTORIES,  WORKPLACES 

AND  BAKERIES,  1903. 

I beg  to  report  that  during  November  and  December,  1903,  I 
inspected  20  Factories,  14  Bakeries,  and  44  Workshops  and  AVork- 
places.  With  regard  to  the  Factories  my  duty  consists  in  examining 
as  to  their  sanitary  condition,  and,  under  certain  circumstances,  as  to 
their  safety  in  case  of  fire  arising.  I found  that  the  14  whoso  names 
follow  were  either  in  perfect  order,  or  so  good  that  it  is  not  necessary 
for  the  Council  to  take  any  action : 


Messrs.  Goddard  Son,  East  Street. 
,,  ]tarling  & Son,  East  Street. 

,,  Ecnn  & Co.,  West  Street. 

,,  ]\L  & J.  Tily,  Castle  Street. 

,,  Tompsett  & Co.,  Longbridge. 
Mr.  Elliott,  West  Street. 

,,  Heath,  South  Street. 


INIr.  Crosb}’-,  South  Street. 

,,  Crosby,  East  Street. 

,,  IMardon,  Castle  Street. 

,,  Nichols,  Borough. 

,,  Langham,  South  Street. 

The  Earnham  Gas  Company. 

The  Fanihaui  United  Breweries,  Ltd. 
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As  to  the  other  6 I should  bo  glad  to  make  remarks  as  follows : — 

Messrs.  Sturt  and  Goatcker.  I found  the  w.c.  in  the  yard 
provided  with  a cistern  for  llusliing  which  was  not  in  order.  There 
was  no  arrangement  for  Hushing  the  urinal.  I would  suggest  that  the 
Council  write  a letter  drawing  attention  to  the  necessity  of  seeing  that 
the  flushing  arrangements  are  kept  in  good  order. 

Mr.  Wiltshire,  East  Street.  On  these  premises  is  an  outdoor 
closet  without  water  laid  on,  and  very  dirt3L  As  this  is  not  attached 
to  a dwelling  house  perhaps  a notice  to  abate  a nuisance  would  not  be 
applicable,  so  I would  suggest  that  a letter  be  written  to  the  owner 
drawing  attention  to  the  very  dirty  and  disagreeable  condition  of  the 
closet,  and  ask  him  to  lay  on  the  water. 

Mr.  Mathews,  AVest  Street.  Here  are  two  out-door  closets, 
neither  flushed,  and  one  very  dirty.  I would  suggest  a letter  to  the 
owner,  asking  him  to  lay  on  the  water. 

“ Surrey  and  Hants  News.”  Here,  just  outside  the  Printing 
House  door,  is  a small  yard,  unpaved,  into  which  falls  a great  propor- 
tion of  the  rain  falling  on  the  adjacent  roof,  owing  to  defective  shooting. 
The  surface  of  the  yard  is  covered  with  fallen  leaves,  making  it  very 
damp  and  dirty ; in  one  corner  is  a w.c. — not  at  all  clean.  Effluvia 
from  this  ^uird  and  w.c.  must,  I should  think,  penetrate  into  thefactoiy. 

I would  suggest  a letter  asking  the  occupier  or  owner  to  remedy  these 
objectionable  conditions. 

Messrs.  Hickley  and  Co.,  South  Street.  I found  two  w.c’s 
in  the  yard,  in  both  of  which  the  flushing  cistern  was  out  of  order, 
and  the  closets  very  dirtv.  I would  suggest  a letter  urging  Messrs. 

II  ickley  to  see  that  the  closets  are  kept  clean. 

Messrs.  AIcLaren  and  Norris.  Here  the  w.c.  and  lavatory 
accommodation  is  most  insufficient.  They  say  they  are  seriously 
considering  the  epuestion  of  means  of  escape  in  case  of  fire.  I would 
suggest  a letter  or  notice  concerning  the  sanitary  condition. 


Bakeries. 


Of  these,  8 are  either  very  good  or  good  enough  to  need  no 
action  by  the  Council,  viz.  : 


]\[r.  Tuiiday,  East  Street. 

]Mr.  Darraeott,  West  Street. 

Mr.  E.  T.  ljuriiiiigliam,  Borough. 
Mr.  T.  Browning,  Abbey  Street. 


Mr.  Stacey,  Bridge  Square. 

JMr.  Cliuter,  Castle  Street. 

]\Ir.  AVorsaui,  Downing  Street. 
Mr.  Hansom,  Borough. 
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As  regards  6 I must  remark  as  follows  : 

Mr.  Beeslf.y,  East  8treet.  One  outside  wall  is  very  damp 
and  has  a great  deal  of  green  fungus  on  it.  I would  advise  a letter 
asking  that  this  wall  may  he  kept  free  from  fungus. 

Messrs.  Eogers  axd  Eaxsom.  Here  the  bakery  is  in  a yard, 
in  which  is  also  a stable  for  several  horses.  The  surface  of  the  yard  is 
very  uneven,  and  allows  foul  water  to  lie  about  it ; and  the  dung  heap 
— from  want  of  sufficient  moving — is  most  objectionable.  I would 
suggest  a letter  calling  attention  to  the  very  dirty  state  of  things  just 
outside  a bakehouse,  otherwise  good. 

Mr.  Rogers,  Borough.  Hero  there  is  a drain  inlet  within  the 
bakery,  which  is  not  allowable.  I would  advise  a letter  on  the 
subject. 

Mr.  Stewart,  West  Street.  Bakery  in  fair  condition,  but  not 
kept  very  clean.  The  washings  of  the  floor  go  into  surface  water  drain. 
Also  the  yard  adjacent  is  very  irregular  in  paving,  geese  and  fowls  are 
kept  in  it,  and  a quantity  of  vegetable  matter  was  lying  about  at  the 
time  of  my  visit.  The  yard  is  so  sloped  that,  after  rain,  all  its  drainings 
must  go  into  the  surface  water  drain.  There  is  an  offensive  dung  heap 
at  the  top  of  the  yard,  and  the  out-buildings  have  no  shooting  to  carry 
off  the  rain.  Mr.  SI3",  on  the  same  premises,  slaughters  pigs  in  the 
yard,  and  the  pound  he  uses  is  very  dirty,  its  surface  is  so  irregular 
that  it  cannot  be  cleaned  properly.  There  is  only  a pump,  which  is 
out  of  order,  and  all  the  drainage  appears  to  go  into  the  surface  water 
drain.  I advise  that  a letter  be  sent  to  Mr.  f^tewart,  asking  him  to 
remedy  all  these  defects,  but  especially  to  drain  the  yard  and  bake- 
house in  a proper  manner. 

IVIessrs.  Bailey  and  Son,  Downing  Street.  The  bakery  is  in 
sufficient  order,  but  at  the  top  of  the  yard  adjacent  is  a very  largo  and 
offensive  dung  heap.  I would  advise  that  this  is  a nuisance  and  that 
a notice  be  sent  to  abate  it. 

^Messrs.  Bond  and  Jerome,  West  Street.  The  bakery  is  in  good 
order,  but  the  cistern  of  the  yard  w.c.  was  out  of  order,  and  the  closet 
was  dirty.  I would  suggest  letter  drawing  attention  to  need  of  keeping 
closet  cistern  in  order. 

Workshops  and  Workplaces! 

Of  these  the  following  34  were  in  sufficiently  good  order : 

Miss  ^Yllarton,  East  Street.  ]\Ir.  Smallbone,  Hale  Road. 

INTiss  Tidwell,  East  Street.  IMr.  Ransom,  Edwards’  Yard. 

]Mr.  C.  R.  Carter,  West  Street.  JMr.  Kimber,  Guildford  Road. 
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Mr.  Curtis,  East  Street. 

Mr.  German,  Crondall  Lane. 
INIrs.  Heatli,  Crondall  Lane. 

IMr.  Isles,  East  Street. 

]\[r.  J.  n.  Nash,  Factory  Yard. 
INIiss  IMcC'lelland,  East  Street. 
Miss  Ilolderness,  East  Street. 
IMiss  AYalton,  West  Street. 

IMr.  Elpliick,  West  Street. 

Mr.  Wiltshire,  South  Street. 
IMr.  Hart,  West  Street. 

IMiss  Wooding,  South  Street. 
IMrs.  Palmer,  Borough. 

IMr.  Smallbone,  West  Street, 


Mrs.  Chuter,  Waverley  Estate. 

Miss  Brading,  Waverley  Estate. 

Mr.  Spencer,  Borough. 

IMr.  A.  W^.  Lee,  Downing  Street. 
IMr.  Smither,  Downing  Street. 

Mr.  Smith,  Castle  Street. 

Mrs.  AVillcox,  Borough. 

IMr,  Borelli,  Borough. 

IMr.  A.  J.  Bentall,  Borough  (No.  1). 
IMr.  Bentall,  Borough  (No.  2). 

IMr.  IMorgon,  Borough. 

IMr.  Erisby,  Borough. 
jMr,  liittlejolm,  E;ist  Street. 

Mr.  Corps,  East  Street. 


In  only  1 1 cases  do  I recommend  any  action  to  be  taken  by  the 
Council,  as  follows ; 


Mr.  a.  Dayis,  AYkst  Street.  The  only  water  for  this  house  is  from 
a supply  in  the  yard  for  stable  use.  I would  suggest  that  the  owner 
be  requested  to  lay  on  water  to  the  house. 

Mr.  Shaw,  Borough. — The  workshop  here  is  not  well  ventilated 
or  lighted,  and  the  cubic  space  is  not  sufficient  for  four  workers ; 
whereas  four  usually,  and  sometimes  five  are  employed  there.  I 
would  suggest  a letter  asking  them  only  to  employ  three  workers,  and 
to  improve  the  ventilation  of  the  room. 


Mr.  Bayis,  Borough,  axd  Mrs.  Newman,  South  Street.  These 
workshops  are  sufficient,  but  there  is  a w.c.  used  jointly,  which  has  no 
water  to  flush  with  and  no  window.  I would  suggest  that  a letter  bo 
written  to  the  owner  asking  him  to  remedy  these  defects. 


Mr.  Jackman,  West  Street.  These  two  workshops  are  much 
improved  since  last  year,  but  one  of  them  is  not  sufficiently  cleaned 
from  the  small  shreds  and  snippings  of  cloth.  The  small  refuse  and 
and  the  dust  from  this,  may  be  very  injurious  to  the  lungs,  when 
inhaled  with  the  air  of  the  room.  I would  suggest  that  a letter  be 
written  asking  him  to  keep  the  room  better  cleaned  for  this  reason. 


Mr.  Bodkin,  Castle  Street.  In  the  tailors’  workshop  here,  not 
sufficient  care  is  taken  to  keep  it  clean  by  removing  the  debris  of  cloth, 
etc.  I would  suggest  that  a similar  letter  be  written  to  that  recom- 
mended in  the  preceding  case. 

Mr.  II.  K.  Bentall,  Borough.  In  the  tailors’  workshop  here 
a similar  state  of  things  exists,  and  I would  advise  a similar  letter, 
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Mr.  March,  East  Street.  TIere  is  an  outdoor  closet,  which  is 
very  ruinous,  very  dirty,  and  entirely  unfluslied,  altogether  in  a 
very  disgraceful  condition  (unchanged  since  reported  on  last  year). 
I would  advise  a notice  to  the  owner  requiring  him  to  provide  a 
sufficient  w.c. 

Mr.  a.  J.  Figg,  Loxg  GtArdex  Walk.  Here  I found  a stable 
under  part  of  the  workshop,  and  a dungheap  outside,  also  under  the 
workshop.  These  are  both  objectionably  near  the  workshop.  There 
is  a closet  without  flushing  apparatus.  I would  suggest  that  a letter 
be  sent  asking  that  the  dungheap  be  removed  from  its  present  site, 
and  the  closet  provided  with  flushing  apparatus. 

IMr.  Eobixs,  Abbey  Street.  Here  a stable  adjoins  the  end  of 
the  workshop  and  the  partition  between  the  two  is  of  so  slight  a 
character  that  the  effluvia  from  the  stable  must  get  into  the  workshop. 
Also  just  outside  the  stable  and  close  to  the  workshop,  is  an  offensive 
dungheap.  This  makes  the  workshop  a nuisance.  I would  suggest 
that  a notice  be  sent  him  to  abate  this  nuisance. 

S.  G.  SLOMAN, 

2-ith  Feh,,  1904. 


Faenham : 

Joiix  Nichols,  Steam  Puixtee, 

]^)OEOUGH. 


